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mmoj) CEP OPERATION 

SIGNAL CIRCUIT 

Line Or Cord Auxiliary Relay - For Use v/ith Line Circuits Requiring - Grounded 
Auxiliary Relays - Alarm Type Puses In Section - Special "A" Board - Pull 
Mechanical Power Driven System. 


GENERAL D ESCRI PTION 

1. This circuit provides an auxiliary line or cord signal and when de- 
sired, an auo.ihj e night- alarm signal, when used with special "A” operator’s cord 
circuits or magneto cord circuits. The circuit is also so arranged that in case 
the fuse which protects the auxiliary relay operates, a lamp will he lighted at 

the section la which the relay is located and also a lamp will he lighted at the 

main alarm board. 

2„ The auxiliary signal circuit is at the main alarm hoard, which in 
associated with this lamp, contains an alarm tell. Also in case an alarm bell 
is ae sired in addition to the one associated with the main alarm hoard, the cir- 
cuit is so arranged that the second alarm m ay he provided. 


£g»j* A J JET.* 


JRIPTION 


CUBE AvIOH 


Zo When the line 



signal lamp or the cord signal lamp is lighted, the AUX. 

a lighting the auxiliary signal lamp* In case the night 
the jSTA relay will be operated vshen the auxiliary signal 
operation of the NA relay rings the night alarm hell. 


4. The AUX- a relay performs the same functions as the AUX relay. The 
AUX-l relay is used for multiple lire lamps while the AUX relay is used for the 
no n-mal tipis line lamps, where there are both types of lines in the same panel. 


5, In c as 
i r.T p V.- i 1 1 b e 1 



3 the fuse which protects the AUX and AUX-1 relay operates, a 
gh bed. at the section in which the fuse is located. The oper- 
m also operates the FA relay. The operation of the FA relay 
c- light ana an alarm bell to ring, at the main alarm board. When 
1 arm signal is desired, the FAB relay is used which will ring an 


additional alarm bell. 


e 


6. When the line signal lamp or cord signal 
: ? AIJX-l relay is released, extinguishing the 

L t* Q X iii Lij. © 


lamp is extinguished, the AUX 
auxiliary lamp, restoring the 


7, When an operated fuse is replaced, the FA and FAB relays 
griohhig the dated fuse alarm lamp, silencing the bell , and 

c i jee ui '£- to ftorrasi . 


rs 1 ease, ext in- 
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CIRCUIT REQUIREMENTS 

OPERATE TON- OPERATE RELE ASE 


BS 

( mjx) , 

After a soak of approx- 
imately ,3 amp. 

After a soak of approx- 
imately .3 amp. 

(A"JX-1) , 

Test .052 amp. 

Test ,003 amp. 

{P A) , 

Readj. ,054 amp. 

Readj, .006 amp. 

(F A3) , 



(BA.) 
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